ROPA 


ADP — PERSONNEL DATA SYSTEMS, INC. 
ža manison ave 
Sami, NY TOUT (22) 899407 


December 14, 1972 


Mr. Jules Lozowick 
Western Electric 
Gateway 2, llth floor 
Newark, New Jersey 


Dear Mr. Lozowick: 


We are very pleased to inform you that as of January 1, 
1973, we will be located in more spacious and modern 
quarters at: 

90 Park Avenue (Between 39th & 40th) 

New York, N.Y. 10016 

(212) 687-1477 


The next time you are in the area, stop by and visit. 


Cordially, 


Michael I. Youchah 
Senior Vice President 


MIY:be 


and in dima ti: oll 
50 BRANFORD PLACE -+ ho laa EY 07102 - AREA CODE 201 cae ou 
A. BOYKIN, EXECUTIVE DIREI 


August 31, 1972 


Mr. Robert A. Frauenheim 
Vice President - Operations 
-PDS 


342 Madison Avenue 
New York, New York 
Dear Bob, 


This statement reflects balances due BICC for services rendered 
through August 31, 1972. 


Original project agreement called for BICC to process 1100 people 
through Cleff Matching System from July 1, 1971 - June 10, 1972... The 
cost were as follows: 


Monies allotted for start up $ 2,100.00 
Monies allotted for project 32,161.86 

TOTAL monies for 1100 people $ 34,261.86 
Total monies for 1100 persons $ 34,261.86 
Total monies paid 32,161.86 


BALANCE due BICC on old agreement $ 2,100.00 


@ companion agreement between ADP-PDS and BICC, indicate BICC will 

be pad "$0700 to process an additional 420 persons by September 30, 1972, 

or at a per capita rate of 35 dollars ($35.00) per person. To date monies 
due.BICC on new agreement are as follows: 


June 10 - August 31 200 SICLS at $35 per SICL = $7,000.00 
Total monies due BICC:” 
J Old Agreement $2,100.00 
New Agreement 7,000.00 


TOTAL $9,100.00 


‘lease remit balance by return mail. If there are any questions 
please contact me immediately. 


Sincerely, $ 
; O Bal 
freed U IDa y 
Thomas A. Boykin, Jr. 
Executive Director 


TAB/bp 


cc: Proctor 
Lozowick 
Denehan 


